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LIST OF PURCHASE ORDERS 
RETROACTIVE APPROVAL 


THAT MAY REQUIRE 
- CONTRACT PR- 8200 


rchase 


6rder No. 

Vendor 

Description 

Amounts 

64805 

Aeroflex 

Gyro For Test Flight 


69026 

Brush Instrument 

2 Oscilloscopes and 2 amplifiers 


70792 

Sorensen 

Power Supply 


69668 

Honeywell 

Visicorder and Galvonometers 


81172 


Assembly Stand & Jig 


81089 

HF&M Tool 

Alignment Fixture 


30883 

Bartoli Electric 

Electrical Costs Re: Clean Room 


88866 

Superior Die 

Welder Installation Costs 


92080 

AR&T Electronics 

Encoder Disk for Mounting Fixture 


69395 

Budd Company 

Tooling For Structures 


93160 

Budd Company 

Tooling For Structures 


91835 

Mogen Associates 

Repair of Memo Scope 

25X1 A 


w '49 

Ulter Corp. 

2 High Vacuum Ion Pumps 


86243 

Quality Heat Treat 

Heat Treating 


91884 

Budd Company 

Repair of Structure 



Remarks 

Test Equipment 


Clean Room 
Welder 

Test Equipment 
Tooling 
Tooling 
Repair of Test 
Equipment 
Capital Equipment 
T&M order increases 
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